PART  IV: 

I 


FEDERAL  POWER 
COMMISSION 


ANNUAL  REPORT 
OF  POWER  SYSTEM 
ENERGY  ACCOUNTING, 
PEAK  DEMANDS,  AND 
INTERSYSTEM  PURCHASES 
AND  SALES 


New  FPC  Form  No.  158 


PROPOSED  RUIES 


37232 


FEDERAL  POWER  COMMISSION 
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ANNUAL  REPORT  OF  POWER  SYSTEM 

ENERGY  ACCOUNTING.  PEAK  DE¬ 
MANDS.  AND  INTERSYSTEM  PUR¬ 
CHASES  AND  SALES 

New  FPC  Form  No'.  158 

AXTCTTST  18.  1976. 

Notice  is  hereby  given  pursuant  to  the 
Administrative  Procedxure  Act,  5  UJ5.C. 
553,  and  sections  10.  19,  20,  202,  205,  206, 
207, 304, 309  and  311  of  the  Federal  Power 
Acts  that  the  Commission  proposes  to 
add  !  141.69  to  Part  141  of  the  Approved 
f\}rms  under  the  Federal  Power  Act  to 
provide  that  a  new  FTPC  Form  No.  158  be 
required  for  reporting.  The  proposed  new 
form  would  be  entitled  “Annual  Report 
of  Power  Systan  Energy  Accounting, 
Peak  Donands,  and  Intersystem  Pur> 
chases  and  Sales." 

During  the  period  of  critical  energy 
needs,  such  as  the  nation  is  cturently  ex* 
periencing,  the  public  interest  requires 
that  the  Commission  have  available  to  it 
cvurent  and  continuing  Information  mi 
the  operations  of  electric  utilities  trans¬ 
mitting  and  distributing  electric  energy 
for  sale  in  Interstate  commerce.  The 
interests  of  those  electric  utilities  regu¬ 
lated  by  the  Commission  also  require  efB- 
cient  and  progressive  means  of  regula¬ 
tion. 

On  September  26,  1973,  in  Docket  No. 
Rr-438,  the  Commission  issued  Order  No. 
494,  amending  Part  2,  Chapter  I,  Title 
18  of  the  Code  of  Federal  Regulations 
and  setting  forth  Commission  policy  for 
the  development  of  a  fully  automated 
computer  regulatory  system  to  provide 
such  Information.  When  developed  and 
fully  operative,  the  system  will  provide 
prompt  and  ready  access  to  date  con¬ 
tained  in  a  central  electronic  date  bank, 
eliminating  the  duplication  of  informa¬ 
tion  now  collect"?!  and  reducing  the 
quantity  of  existing  manual  files.  This 
system  will  not  only  facilitate  the  evalua¬ 
tion  and  analysis  of  all  date,  but  it  will 
also  accommodate  the  development  of 
new  regulatory  techniques. 

In  Order  No.  494,  the  Commission 
stated  that  all  exising  “hard  copy”  public 
use  forms  would  be  redesigned  and  con¬ 
solidated  tq  eliminate  redundancies  and 
that  instructions  for  reporting  would  be 
clarified  by  use  of  Electronic  Date  Proc¬ 
essing  (EDP)  Technology.  Public  use 
form  information,  as  it  is  currently  sub¬ 
mitted,  will  be  replaced  by  the  submis¬ 
sion  of  individual  date  elements  within 
a  general  date  elMnent  and  code  scheme. 
It  is  anticipated  that  this  major  system 
revision  will  result  in  the  reduction  of  the 
total  number  of  date  items  currently 
transmitted  to  the  Commission  by  the 
respondents.  , 


*  41  Stat.  1068-1070, 1073, 1074;  49  Stat.  842- 
844,  848.  849.  851-853.  855,  856,  858,  859;  67 
Stat.  461:  82  Stat.  617;  16  U.S.C.  803.  812,  813, 
824a,  8344,  824e,  824f.  826c(b).  826c(c),  825h, 
825J. 


In  Order  No.  494,  the  Commission 
further  stated  that  the  development  of 
the  automated  computer  Information 
system  would  be  effected  through  the  use 
of  phased  rulemaking  proceedings  in 
which  various  Commission  reporting 
procedures  and  report  forms  would  be  re¬ 
structured.  To  this  end.  Form  No.  158  is 
designed  to  Incorporate  into  a  readily 
retrievable  date  processing  system  smne 
of  the  information  currently  submitted 
on  FPC  Form  Nos.  1*.  IF*.  IM*.  12 *, 
12A*.  and  12D*.  f 

With  the  exceptiMi  of  a  10-year  load 
forecast,  rather  than  the  4-year  period 
currently  requested,  no  new  data  would 
be  required  by  Form  No.  158.  However, 
the  new  form  would  eliminate  consider¬ 
able  duplicate  reporting  which  now  ex¬ 
ists  for  those  respondents  presently  filing 
both  a  Form  1  and  a  Form  12.  It  would 
also  clarify  and  refine  the  energy  ac¬ 
counting  methods  which  now  differ  be¬ 
tween  the  F>orm  1  and  Form  12  by  pro¬ 
posing  only  one  method  of  energy  ac¬ 
counting.  The  present  definition  of  “net 
energy  for  system”  and  the  definition  of 
“ssrstem”  is  unchanged  in  the  proposed 
form.  However,  the  proposed  new  defini¬ 
tion  of  “net  energy  for  load”  would  in¬ 
clude  a  more  precise  and  realistic 
method  for  accounting  for  transmission 
of  tiectricity  for  or  by  others,  sometimes 
referred  to  as  “wheeling.” 

The  pr<H>osed  FPC  Form  No.  158  would 
consist  of  17  schedules.  Schedules  661, 
662, 676, 679-684, 708-714,  and  856.  There 
would  be  14  schedules  required  to  be 
completed  by  electric  utilities  operating 
systems  designated  as  Type  I,*  by  the 
Commission.  There  wo\ild  be  4  sch^ules 
required  to  be  completed  by  systems 
designated  as  Type  II  or  m.  One  sched¬ 
ule  (Schedule  70)  may  be  requested  of 
additional  electric  utilities  whether  pri¬ 
vate.  public  or  Federal,  since  the  schedule 
collects  information  on  “sales  for  resale,” 

Schedule  662  pertains  to  system  de¬ 
pendable  capacity  at  time  of  expected 
annual  peak  load. 

Type  I — a  system  for  which  the  operat¬ 
ing  utility  owns,  leases,  or  purchases  in¬ 
stalled  capacity  to  meet  directly  that 
system’s  total  load  requirements,  as  well 
as  any  Type  n  or  HI  system’s  load  re¬ 
quirements  by  way  of  contract,  either  in 
part  or  total.  The  system  generally  has 
plans  for  additional  installed  capacity  to 
meet  its  projected  load  requirements,  as 
well  as  any  Tsrpe  H  or  HI  system’s  pro¬ 
jected  requirements.  Bulk  power  trans¬ 
mission  systems  may  also  ^  designated 
as  Type  I. 

Type  n — a  system  for  which  the  op¬ 
erating  utility  owns,  leases  or  purchases 
installed  capacity  to  meet  directly  that 


•18  CPR  141.1  (1975). 

•18  CPR  141.2  (1976). 

♦18CFR  141.7  (1975). 

•  18  CPR  141.61  (1976). 

•  18  CPR  141.52  (1975). 

’18  CPR  141.65  (1976). 

•Systems  are  assigned  a  type  designation 
by  PPC  depending  on  the  degree  with  which 
their  electric  generation  and  transmission 
facilities  meet  their  own  requirements,  re¬ 
quirements  of  other  s3rstems,  and  affect  the 
surrounding  bulk  power  supply. 


system’s  load  requirements  only  in  part 
and  generally  does  not  plan  additional 
instaUed  capacity  to  meet  projected  total 
load  requirements.  These  systems  may  be 
called  “partial  requirement  customers” 
of  other  systems.  Small  isolated  systems 
may  also  be  designated  as  Type  H. 

Type  HI — a  system  for  which  the  op¬ 
erating  utility  does  not  own.  lease,  or 
purchase  ins^led  capacitly  to  meet  di¬ 
rectly  any  of  that  system’s  liad  require¬ 
ments.  'These  systems  may  be  called 
“total  requirement  customers”  of  other 
systems. 

Schedule  708  pertains  to  system  net 
gMieration  by  generating  type  (l.e.  gas 
turbine,  steam  electric — nuclear,  hydro¬ 
electric.  etc.,  pumping  energy  require¬ 
ments  and  totals. 

SOhedules  709  through  712  pertains  to 
system  purchases  or  sales  for  resale, 
interchange  power,  transmission  of 
electricity  for  or  by  others,  and  “border¬ 
line  customers”  receipts  and  deliveries 
along  with  associated  revenues,  costs  or 
other  forms  of  compensation. 

S(diedule  713  pertains  to  ultimate  con- 
smner  deliveries  and  system  losses. 

Schedule  684  pertains  to  distribution 
of  loads,  in  system  service  areas  and 
Schedule  856  pertains  to  the  map  of  the 
S3rstem  service  areas. 

Schedule  714  summarizes  by  month 
the  system  total  net  generation,  energy 
transfers  which  are  accounted  in  such  a 
way  as  to  provide  the  “net  energy  for 
system,”  “net  energy  for  load,”  and  as¬ 
sociated  peak  loads. 

Schedules  680  and  681  collect  hourly 
system  loads  for  three  specified  weeks. 

Schedules  661,  676,  and  679  pertain  to 
system  generation,  energy  transfers, 
peak  loads  reported  in  considerably  less 
detail  for  electric  utilities  with  systems 
designated  as  Type  n  or  HI. 

It  is  anticipated  that  at  least  one  year 
of  paraPel  reporting  will  be  required  for 
system  evaluation.  Assuming  successful 
operation  of  the  new  system  within  such 
time  period,  the  related  schedules  within 
the  current  FPC  Form  Nos.  1,  IF,  IM, 
12,  12A.  and  12D  for  these  respondents 
would  then  be  eliminated. 

All  date  and  information  submitted 
pursuant  to  this  new  form  would  be  re¬ 
quired  to  be  subscribed  and  verified  by  a 
duly  authorized  executive  officer  of  the 
respondent  as  being  factually  accurate 
and  complete  to  the  best  of  his  or  her 
knowledge,  according  to  the  Commis¬ 
sion’s  rules  of  practice  and  procedures 
(18  CFR  Part  1) . 

It  has  been  contemplated  by  the  Com¬ 
mission  that  all  respondents,  in  using 
EDP  media,  would  be  required  to  submit 
their  data  on  magnetic  tape.  The  Com¬ 
mission  now  proposes  that  magnetic  tape, 
in  addition  to  a  hard  copy  of  the  forms 
used  to  create  the  tape,  would  be  required 
only  from  those  respondents  having  over 
2,000  MW  of  installed  capacity,  and  that 
the  manner  of  the  preparation  of  the 
tapes  be  left  to  the  discretion  of  those 
respondmts.  For  all  other  respondents, 
an  original  and  fotu*  copies  of  each  CMn- 
pleted  Form  No.  158  would  be  required 
to  be  filed  with  the  Commission. 
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Any  interested  person  may  submit  to 
the  Federal  Power  Commission,  825 
North  Capitol  Street.  NE.,  Washington. 
D.C.  20426,  not  later  than  October  18, 
1976,  data,  views,  and  comments  or  sug¬ 
gestions  in  writing  concerning  all  or  part 
of  the  proposed  form.  Written  submit¬ 
tals  will  be  placed  in  the  Ccmimission’s 
public  files  and  will  be  available  for  pub¬ 
lic  inspection  at  the  Commission’s  OflBce 
of  Public  Information,  Room  1000,  825 
North  Capitol  Street,  NE.,  Washington, 
D.C.  20426,  during  regular  business  hours. 
The  Commission  will  consider  all  such 
written  submittals  before  acting  on  the 
matters  herein  proposed.  An  original  and 
14  conformed  copies  should  be  filed  with 
the  Secretary  of  the  Commission.  Sub¬ 
missions  to  the  Commission  should  indi¬ 
cate  the  name,  title,  mailing  address  and 
telephone  number  of  the  person  to  whom 
communications  concerning  the  propos¬ 
als  should  be  addressed  and  whether  the 
person  filing  submissions  requests  a  con¬ 
ference  with  the  staff  of  the  Federal 
Power  Commission  to  discuss  the  pro¬ 
posed  form.  The  staff,  at  its  discretion, 
may  grant  or  deny  a  request  for  confer¬ 
ence  prior  to  or  subsequent  to  the  filing  of 
formal  submittals. 


The  proposed  amendment  to  Part  141 
of  the  Commission’s  Approved  Forms 
imder  the  Federal  Power  Act  would  be 
made  pursuant  to  the  authority  granted 
the  Commission  by  the  Federal  Power 
Act,  as  amended,  particularly  sections  10, 
19.  20,  202,  205,  206,  207,  304,  309,  and 
311.'’ 

Effective  for  the  reporting  year  1976, 
the  Commission  proposes  to  amend  Part 
141,  Statements  and  Reports  (Sched¬ 
ules),  hi  Subchapter  D — Approved 
Forms.  Federal  Power  Act,  Chapter  I, 
’Title  18  of  the  Code  of  Federal  Regula¬ 
tions  by  adding  a  new  §  141.69  prescrib¬ 
ing  new  FPC  Form  No.  158,  Annual  Re¬ 
port  of  Power  System  Energy  Account¬ 
ing,  Peak  Demands,  and  Intersystem 
Purchases  and  Sales,  in  the  form  set  out 
in  Attachment  A  hereto.  New  §  141.69  will 
read  as  follows; 

§  141.69  Form  158,  Annual  Report  of 
Power  System  Energy  Accounting, 
Peak  Demands,  and  Intersystem  Pur¬ 
chases  and  Sales, 

(a)  This  form  is  designed  to  collect 
from  all  electric  utilities  on  a  csdendar 


•Supra,  note  I 


year  basis  Information  on  system  de¬ 
pendable  capacity  and  generation,  inter¬ 
system  transfers  including  revenue  and 
costs  thereof,  “net  energy  for  system” 
and  “net  energy  for  load”  by  month  with 
associated  peak  demands,  and  ultimate 
consumer  deliveries.  The  form  also  col¬ 
lects  load  data  on  areas  within  a  system, 
hourly  loads  for  three  selected  weeks, 
projected  firm  purchases  and  sales,  and 
projected  peak  loads  and  energy. 

(b)  ’The  Form  158  shall  be  prepared 
annually  and  filed  with  the  Commission 
on  or  before  the  1st  of  May,  and  each 
year  thereafter,  in  such  form  as  is  re¬ 
quired  by  said  instructions  and  sched¬ 
ules  furnishing  the  information  therein 
called  for,  for  the  preceding  calendar 
year. 

The  Secretary  shall  cause  prompt  pub¬ 
lication  of  this  notice  to  be  made  in  the 
Federal  Register. 

By  direction  of  the  Commission. 

Kenneth  F.  Plumb, 

Secretary. 

Attachment  A — Annual  Report  or 
Power  System  Energy  Accounting, 
Peak  Demands  and  Intersystem  Pur¬ 
chases  AND  Sales 
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